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CO MO R-D- 24/43 


4 February 1963 


MEMORANDUM FOR: 


Committee on Overhead Reconnaissance 


SUBJECT: 


Justification for Low-Level and 
Nighttime Reconnaissance of Cuba 


For the information and reference of COMOR I am 
distributing the attached paper on the above subject which was 

prepared in pursuance of the DCI's instruction and forwarded to 
him today. 



Attachment: Memo to DCI. 
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